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Distance covered in kilometres : 1911, 57,522 ; 1912, 157,284; 1913, 327,760.
Number of flights which have caused accidents : 1911, 119; 1912, 165 ; 1913, 320.
Percentage of ditto : 1911, 0-84 per cent; 1912, 0-61 per cent; 1913, 0-31 per cent.
Number of fatal accidents : 1911, 5 ; 1912, 5; 1913,12.
Percentage of ditto : 1911, 0-066 per cent; 1912, 0-028 per cent; 1913, 0-032 per cent.
The figures show an enormous increase in the duration of flights, although strangely enough the number of aviators who passed their brevets there was not so great as on^ would expect. The percentage of accidents seems high, but it must be remembered that the Johannisthal aerodrome existed very largely for the testing of experimental machines by small makers, which in Germany were usually very badly made. The big firms had, as a rule, their own test grounds.